PlATE    XXVI

BESNASAK MUSEUM GABUDA PILLAE INSCBIPTION OF THE
12 AFTER, THE INSTALLATION OF MAHABAJA BHAGAVAT.

MATHTJEA FEAGMENTAEY PILLAB INSOEIPTION
OP THE TIME Off MAHAKSHATHAPA SODASA.

Pnoto.-enerayea it primed at the OfflMK nf till- fliirvfy nf India, Cnlrnthi, lulu.